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Objectives of the present study

The present study aims at analysing and identifying
the present situation in the Andhra University Library and
to suggest ways and means of improving the library sys-
tem and the appropriate information services.

Keeping the research scholars of the Andhra Univer-
sity in view as users, the focus given is on the following
aspects :

1.  Awareness, adequacy and the extent of the use of
University   Library   sources,   tools,   facilities   and
services ; and

2.   Identifying   the   information   needs    of    scholars
working in different disciplines.

Scholar's initiative and interest in research work and
his views on finance, guidance and academic atmosphere
which will have a considerable impact on his work and
progress are taken into consideration. It includes an assess-
ment of the existing library services. The design of the
study covers :

1.   Identifying   strengths  and  weaknesses   of   library
collection in different subject fields ;

2.   Evaluating the effectiveness  of   existing  facilities
and services;

3.  Recommending   appropriate measures   to   improve
the collection   of documents and services   along
with   the   introduction   of  new   facilities  for  the
improvement of library functions.

References

1.  J.D.  Bernal, 'Preliminary report on 'the use of aclentiftc Uternturt''
(London: The Royal Society, 1948).

2.  R. Satyanarayana, "Some important user studies and their finding*,"
in  DST course   in   'Documentation and Information Service*'    (New
Delhi: INSDOC, 1975).

3.  C. Scott, "Use of technical literature by industrial technologists," m
'international   Conference   on   Scientific   Information,   Proceeding*'
(Washington: NBC, 1B5&), pp.